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Proa: 


Subject: 


Dr. R. A. Fenner 
Elizabeth Chambers 




Richmond, Virginia 


(Requested by D. Atkinson-Ballos 


DIBRP x Black N5 - Marlboro (84iin) Cigarettes made with reduced h 
level in sheet materials. 






ts 


The purpose of this POL test is to develop a database of monadic 
ratings. These cigarettes will be overtipped and mailed to the panelists 

"■' 1 “ TM, t. 

«M-C®5E ‘4U8RP ^ 


SaokR 


Butt Length, mm 

28 

FTC Tar, mg/cigt. 

16.2 

Nicotine, mg/cigt. 

1.11 

Puffs/cigt. 

9.0 

Tar/puff 

1.8 

Cigarette 

Total RTO, mm of H^O 

112 

Static Bum. Time, min. 

8.1 

Iiength, mm 

84.2 

Circumference, mm 

24.9 

Paper 

Permeability, ral/cn? min. 

40 

Filter 

RTD, mm of H^O 

69 

Length, mm 

21.2 

Height 

0.13 

Tipping Paper Length,mm/Color 

2S/Cork 

Ventilation, % 

10 

Filler 

Total alkaloids, % (DHB) 

2.03 

Total red. sugars, % (ONB) 

6.3 

Ht. of tob., g (12.5% OV) 

0.751 

Rod Density, g/cc 

0.241 







cc: Mr. C. Altizer 

Ms. O. Atkinson-Ballos 

Or. R. Cox 

Ms. V. Graff 

Mr. R. Heretick 

Mr. J. Higgs 

Or. M. Jeltema 


Ms. K. Mitchell 
Mr. J. l^racle 
Hr. S. Nelson 
Hr. H. Spielberg 
Hr. J. Swain ; 
Ms. F. Nest 
Central File 
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